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Mr.  Chairman  and  Gentlemen, 

I beg  to  submit  to  you  my  Annual  Report  of  the  Sanitary  Condition  of  your  District 
during  the  year  1907,  together  with  Tables  of  Infectious  Sickness  and  Mortality  as  required  by  the 
Local  Government  Board. 

Acreage  ...  ...  ...  5, 197. 

Population* 

I estimate  the  population  of  the  district  in  the  middle  of  1907  at  3,000,  the  same  as  last 

year. 

Vital  Statistics* 

There  were  89  births,  46  males  and  43  females.  This  is  exactly  the  same  number  as  last 
year,  when  there  were  43  males  and  46  females.  This  is  equal  to  a birth  rate  of  29 '6  per  1,000  of 
population. 

There  were  two  illegitimate  births,  one  boy  and  one  girl.  This  is  a little  over  2 per  cent, 
of  total  births. 

Deaths* 

There  were  39  deaths  registered  in  the  District  during  the  year.  Two  died  in  Thorne 
Hospital,  and  one  at  Leeds  Infirmary,  making  in  all  42  deaths  of  residents.  This,  curiously,  is 
exactly  the  same  number  as  last  year,  1906,  when  37  residents  died  in  the  District,  and  5 in  Thorne 
Hospital.  This  is  equal  to  a mortality  rate  of  14‘0  per  1,000  of  population,  the  rate  of  the  last  two 
years.  This  compares  favourably  with  the  previous  two  years,  in  1904  the  rate  was  20’3,  and  17  0 
per  1,000  in  1905. 

The  natural  increase  of  population,  i.e.  excess  of  births  over  deaths,  is  47,  exactly  the 
same  as  last  year.  In  1905  it  was  39. 

Inquests* 

One  man  shot  himself,  being  of  unsound  mind,  and  one  case  of  drowning. 

About  19  per  cent,  of  the  total  mortality  occurred  in  children  under  5 years,  the  ages  of 
these  deaths  ranging  from  1 day  to  12  months,  and  about  43  per  cent,  of  persons  aged  65  years  and 
upwards.  Four  persons  died  at  the  advanced  age  of  80  and  upwards. 

Infant  Mortality* 

The  deaths  of  infants  under  one  year  were  7 in  number,  equal  to  a rate  of  78'6  per  1,000 
births.  This  is  also  same  as  last  year,  and  the  lowest  for  the  last  10  years  In  1904  the  ra'e  was 
153‘8,  nearly  double.  There  has  not  been  a single  death  from  diarrhoea  during  the  year,  which  is 
very  satisfactory. 


Zymotic  Disease 

Did  not  cause  any  death.  This  also  compares  favourably  with  the  last  two  years. 

Phthisis,  or  Pulmonary  Consumption, 

Caused  5 deaths.  This  is  one  more  than  last  year,  equal  to  a rate  of  1*6  per  1,000  of 
population. 

Bronchitis  and  Pneumonia 

Caused  6 deaths,  2 from  Bronchitis  and  4 from  Pneumonia.  This  is  a little  in  excess  of 
last  year.  The  rate  is  2'0  per  1,000  of  population. 

Heart  Disease 

Accounted  for  8 deaths,  one  le>s  than  last  year. 

Cancer 

Caused  4 deaths,  ages  ranging  from  58  lo  80  years.  This  is  equal  to  a rate  of  1'3  per 
1,000  living. 

Infectious  Diseases  (Notification  Act,  1889)* 

There  were  10  notifications  of  infectious  disease  received  during  the  year,  viz.  : Diphtheria 
1,  Enteric  Fever  2,  Scarlet  Fever  7.  This  compares  favourably  with  the  last  two  years,  as  in  1905 
there  were  32  cases,  and  last  year,  1906,  22. 

The  cases  were  distributed  throughout  the  year  as  follows  : 

DIPHTHERIA . — -June  Households  Deaths. 

1 1 0 

ENTERIC  FEVER. — February  September  Households  Deaths. 

112  0 

SCARLET  FEVER.— May  September  October  Households  Deaths • 

1 2 4 2 0 

In  1906  there  were  5 notifications  of  Diphtheria.  This  year  there  was  only  1,  and  2 cases 
of  Enteric  Fever  this  vear  as  compared  with  10  last  vear. 

t A. 

Scarlet  Fever* 

The  first  occurred  in  May,  in  Crowle.  Suitable  precautions  were  taken  to  prevent  spread 
of  the  infection,  and  we  had  no  more  cases  until  September  and  October.  The  six  cases  occurred 
in  a cottage  about  two  miles  out  of  Crowle,  the  patients  all  being  in  one  house.  Suitable  pre- 
cautions we.e  taken,  and  the  disease  was  prevented  spreading. 

s Enteric  Fever* 

In  the  case  which  occurred  in  May,  the  patient  was  ill  when  she  came  from  Leeds  to  see 
her  friends  here,  and  no  appreciable  cause  (such  as  bad  water  or  defective  drainage)  could  be  dis- 
covered for  the  case  that  occurred  in  ^ptember. 


Sewerage* 

I learn  from  your  Inspector  of  Nuisances’  Report  that  the  Council  have  put  down  34 
yards  of  drainage,  and  70  yards  of  private  new  drainage  have  been  put  down,  and  120  yards  of 
private  drainage  have  been  taken  up  and  relai  1. 

Scavenging* 

Privy  and  ashpit  manure  is  carted  on  to  the  land. 


Slaughter  Houses  and  Lodging  Houses* 


Have  been  periodically  inspected,  have  been  lime-washed  twice  during  the  year,  and  are 


in  a good  condition. 


New  Houses* 

There  have  not  been  any  built  this  vear. 


Ash  Pits  and  Closets 

Are  all  covered  in  now.  Three  new  ones  have  been  built. 

One  private  well  was  condemned,  and  I believe  the  landlord  has  promised  to  have  a new 

one  built. 

Factory  and  Workshop  Axt,  1901* 


There  are  9 workshops  and  11  work-places.  As  regards  cleanliness,  ventilation,  and  pro- 
vision of  sanitary  convenience,  they  are  in  good  condition,  and  no  defects  found. 


Water  Supply 

Is  principally  from  wells,  but  most  people  use  rain  water,  which  is  stored  in  cisterns  or 
tanks,  and  the  well  water  is  principally  used  for  cleansing  purposes. 

The  well  in  the  Market  Place,  which  is  the  chief  supply  for  the  town,  was  analysed,  and 
found  to  contain  very  few  bacteria,  the  subsoil  thoroughly  purifying  the  water.  I consider  it  good 
water  for  ordinary  domestic  purposes. 


I am,  Gentlemen, 

Your  obedient  servant, 


ARCHd.  a.  HAMILTON, 

Medical  Officer  of  Healthm 


Smmmary  of  Sanitary  Inspector's  Annual  Report,  1907* 

Privy  and  Ashpit  Manure  carted  on  the  land. 

Slaughter  Houses  and  Lodging  Houses  lime-washed  twice. 

Ashpits  and  Closets  all  covered  in. 

Council  put  down  34  yards  of  drainage. 

New  piivate  drainage  put  down,  34  yards. 

Private  drainage  taken  up  and  relaid,  120  yards. 

Private  well  condemned. 

Cottages  fumigated  after  Scarlet  and  Typhoid  Fever,  4. 

New  Privies  and  Ashpits  built,  3. 

Rose  Cottage,  a new  part  built  to  it 
Cesspool  abolished. 

The  usual  amount  of  nuisances  abated  during  the  year. 

When  any  defect  in  drainage  was  discovered  it  was  speedily  rectified. 


